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Certificate of Completion 


TESIC SR eee Ee RECOGNIZES 


Feras Mohammed Alhaje 


as having fully: completed all requirements and passed 
all the exams for the training program: 


SOLAR PV TESTING & COMMISSIONING - 
LEVEL 1 


Or 
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Berlin, 07/01/2021 


M. Barakat A. Alqatawneh 


CEO INSTRUCTOR 


Certificate ID: 5ff70elcfcl28d1c921c1b89 


